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XXXYl. Extra&of a Meteorological Journal for the Te&r (?», 
r 778, kept at Briftol, *y Samuel Farr, M. D. 

Read May *o, 1^79. 
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kept at Briftol for the Tear 1778. 553 

An abridged table of the winds, 8cc. for Bristol, for 
the Year 1778. 
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W E A T H E R FOR T B E Y E A R 1 778. 

January. Cloudy but dry till 4th, with afroft; rain, 
on 4th and 5th; froity till faith, then rainy, except 
1 6th, till 26th; then a froft till 2.8th, when it thawed as 
on 29th; 30th and 31ft wet. 

February. Dry to the 4th and on 5th*, then wettc 
9th;, dry and froft on 13th to 14th; 16th, 17th, 
18th, and 19th, frofty; then wet till 26th; that and 
27th had fomefnow; 28th fair, 

March. Fair to the 6th; .7th cloudy; 8th wet; cloudy 
but dry to the 12th, and dry to the 20th; wet to 25th: 
dry to 2 8th ; after that wet to .the end. April. 



554 D r - F 'a&r's Meteorological yoarnal. 

April. Dry to the 6th, and after that to 9th, and then 
to the 13th, anxl after that to 1 6th ; 17th and 18th 
fair; 19th and zoth ftormy; then dry and frofty to 
47th; ta 8 th eloudy; 29th and .30-th wet. 

May. -The 1 ft dry; then it was wet to the 9th; dry to 
the 1.2; -then it rained to 19th; was. dry to a-2d, and 
afterwards, except 27th, to the end. 

June. Wet, except the 3d, till 6th ; 7th wet; 8th dry; 
9th wet; then dry to 15th, and after that to 24th; 25th 
dry; 26th, a^thftormy; 28th dry; agthftormy; 30th dry. 

July. The 1 ft and 3d wet; 2d dry, and to the t6th; 
then it was wet the reft of the/month. 

Auguft. Some rain on 3d, 6th, 14th, 15th, and 30th; 
the reft was quite dry, and chiefly. fair. 

September. Was. dry to the 7th, and on 8th and 9th; 
then wet to 13th; dry to 46thj 17th wet; theti dry to 
24th; 25th dry; a 6th and 37th wet; 28th, i^tfi, a 
froft; 30th wet. 

October. The ift wet; ad dry; 3d wet; 4th, 5th, 
dry; 6th, 7th, 8th, wet; then frofty to ,19th; after 
which, except on the 25 th, a 6th, 29th, it Was very wet. 

November. The 2d, 8th, 14th, 15th, 26th, 21ft, 
and 30th, were dry; the reft were all wet. 

December, t ft and 5th, frofty ; then it rained till 25th, 
excepting 19 and 21ft; then a froft- to 28th; then wet 
to the end. 



